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For LPG boiler installations, Boiler Hut sets the standard in the UK. With a 
reputation for excellence, they provide high-quality LPG boilers at competitive 
prices. Certified and accredited, Boiler Hut’s team ensures every installation 
meets the highest safety and efficiency standards. 


> Boiler Hut Features: 


1. Free Online Quote in seconds. 

2. Fixed Pricing with no surprises. 

3. Flexible Finance Plans to suit your needs. 
4. Extended Warranties up to 12 years. 

5. Wireless Thermostat included. 


™ Upgrade to an LPG boiler with Boiler Hut today! 


